PLATE XX.   THE GREAT BELL THAT HUNG IX THE COURTYARD,
ALL THAT REMAINS OF THE RECTORY

Photographed August 30, 1943.

PLATE XXI.    A CORNER OF THE RECTORY CELLAR WHERE HUMAN REMAINS WER

FOUND

The bricks hax~e been replaced.  Photographed January 5, 1944.
[See p. 247]

